
ODicana 


INW 

The Beautiful New TROPICANA INN 


1019 East Main - U. S. Highway 66_ 

First I-40 Exit East Side of 
WEATHERFORD. OKLAHOMA 
75 Rooms - Restaurant - Private Club 


Beautiful New Swimming Pool - Local Direct Dialing 
Refrigerated Air Conditioning - Electric Heat 
Free Color Television on the Cable 
Mr. & Mrs. Chester Glancy, Owners 
Phone 405 772-5592 




MWM Color-Litho Bursheen" Finished. Made Only By MWM Co . Aurora. Mo 
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